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[Abstract:] Answer to letter of 10” - Estimate was based on making one small press for $150, 
etc. 

The Waterbury Farrel Foundry and Machine Company 
Waterbury, Conn. 

September 12, 1891 

W.S. Steel, Esq. 

Coiner - Mint of U.S. Phila. 

Dear Sir. 

Your letter of the 10th is received. Referring to ours of the 5” would say our estimate was 
based on making one small press for $150, and one No. 4 for 250.00. If two No. 4 size are 
wanted, the price will be $500.00. 

If you order them we will submit drawing for approval and try to have them satisfactory. 

Respectfully yours 
W.E. Fulton, Treas. 

[Noted in margins:] 

Please submit drawing approval for two presses. 



